THE   DAWN  IN   ENGLAND

At the time of her visit she was described as being
" young, intelligent, and at the same time simple and
candid in her manners/* Her British critic added:

She disarmed suspicion by the unaffected artlessness
of her address, and many who came to amuse themselves
at her expense were shamed into respect and even cor-
diality by the patience and good temper which she dis-
played. The impression invariably left by an interview
with her was that if, as Mr. Dickens contended, the phe-
nomena developed by her were attributed to art, she herself
was the most perfect artist, as far as acting went, that had
ever presented herself before the public.

The ignorant British Press treated Mrs. Hayden
as a common American adventuress. Her real mental
calibre, however, may be judged from the fact that
some years later, after her return to the United States,
Mrs. Hayden graduated as a doctor of medicine
and practised for fifteen years. Dr. James Rodes
Buchanan, the famous pioneer in psychometry, speaks
of her as " one of the most skilful and successful
physicians I have ever known." She was offered a
medical professorship in an American college, and was
employed by the Globe Insurance Company in pro-
tecting the company against losses in insurance on
lives. A feature of her success was what Buchanan
describes as her psychometric genius. He adds a
unique tribute to the effect that her name was almost
forgotten at the Board of Health because for years she
had not a single death to report.

This sequel, however, was beyond the knowledge
of the sceptics of 1852, and they cannot be blamed for
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